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1. IT APPEARS THAT THE RAIN REMOVAL SOLUTION WAS CONTAMINATED OR 

there was insufficient rain to make it react properly, 

V* «. 

2. WE CHECKED THE SYSTEM ON THE GROUND AND FOUND THAT IT WAS SLOW 
TO CLEAR , WE DRAINED AND PURGED THE SYSTEM AND REFILLED, IT THEN 
WORKED NORMALLY WHICH POINTS TO POSSIBLE CONTAMINATION, THERE IS NO 
SHELF LIFE LIMITATION ON THE FLUID. 

3. PROPER ACTION OF THE RAIN REMOVAL FLUID REQUIRES CONSIDERABLE 
RAIN. IT IS POSSIBLE THAT IN THIS CASE, AFTER BREAKING OUT UNDER 
THE CLOUDS, THERE WAS NOT ENOUGH RAIN FOR THE FAST ACTION DESIRED. 
THI S ASP ECT WILL BE DISCUSSED WITH THE PILOTS. 

A,. THERE IS NO REAL PROBLEM AND NO ASSISTANCE IS REQUIREdT~~~~~> 
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